AMENDMENT NO. 2 NOVEMBER 2015 
TO 
IS 3196 (PART 2) : 2006 WELDED LOW CARBON STEEL 
CYLINDERS EXCEEDING 5 LITRE WATER CAPACITY 
FOR LOW PRESSURE LIQUEFIABLE GASES 


PART 2 CYLINDERS FOR LIQUEFIABLE NON-TOXIC GASES 
OTHER THAN LPG — SPECIFICATION 


(Fifth Revision) 


[Page 3, clause 6.2.1.3, equation (2) (see also Amendment No. 1)] — 
Substitute ‘Do’ for ‘D’. 


[Page 3, clause 6.2.1.3, equation (3) (see also Amendment No. 1)] — 
Substitute ‘Do’ for ‘D’. 
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